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“Atalanta” general purpose marine receiver (type 2207C) 
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1, ALL SITCHES ARE SHOWN ON FULL COUNTER= 
CLOCKWISE POSITION. 
SWITCHES SWA,SWO,SWC.SWD 6 SWE ARE 
GANCED, 
SWITCHES SWF S SWC AREGANGED, 
TAG He, | ON SWITCH WAFERS 5 INDICATED 
THs #. 
2. SOCKETE SKE,SKF &SXG ARE FOR METERING. 
1b CONNECTION BETWEEN KEATEAS OF YER VIO 
1S SCREENED RELATIVE TO CHASSIS 
& FOR SUPPLY & SPEAKER CONNECTIONS SEE GHZ. 
+S CAPACITORS Cl6,C37,C £6 & COS ARE GANGED 
& RV2 ERVS ARE GANGED. 
7 ROR TPE 22070988 nective 
FOR ADCITIONAL CONCUIT WHEN MUTING FACILITICG 
ARE PROVIDES SEE WIMePAB SH2, 
Vi4 HEATER REPLACES RPS AND RM REMOVED, 
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HEATER CIRCUIT. 


W.50259 
RECEIVER TYPE 2207C 
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